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ACTION EB-07 

INFO OCT-01 EUR-12 ISO-00 TRSE-00 COME-00 AGR-10 /030W 

090446 

R081514Z JUL 75 
FM AMEMBASSY LONDON 
TO SECSTATE WASHDC 2669 

UNCLAS LONDON 10405 

FROM: AGRICULTURAL ATTACHE 

E.0. 11652: N/A 

TAGS: EAGR, RE, GW, MX, HU, JA, UK 
SUBJECT: DEFINITION OF LITRE 

REE: STATE 159537 

THE DEEINITION OF A LITRE AS RECORDED IN STATUTORY 
INSTRUMENT 1963 NO. 1354 STATES THAT '' A LITRE IS THE 
VOLUME OCCUPIED BY A MASS OF ONE KILOGRAM OF PURE 
WATER AT ITS MAXIMUM DENSITY AND UNDER STANDARD 
ATMOSPHERIC PRESSURE". 

2. THE UK IS MOVING TOWARDS COMMUNITY SYSTEMS UNDER 
WHICH REFERENCE TEMPERATURES ARE: 

INTERNATIONAL WINE OFEICE SYSTEM (OIV) - 20 DEGREES 
CELSIUS, INTERNATIONAL ORGANIZATION OE LEGAL METROLOGY 
(OIML) (DISTILLED SPIRITS) - 20 DEGREES CELSIUS. 
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